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AMEMBASSY BONN 


LIMITED OFFICIAL USE BERLIN 5034 
BONN FOR RCO 
E.O.l 1652: N/A 

TAGS: ACOM. AFSP, ASEC, ABLD 

SUBJECT: TELEPHONE SYSTEM LAYOUT- HAUS DES HANDWEKS 
REF: BONN 19966 

1 . THE TELEPHONE SYSTEM INSTALLATION CHANGES 
REQUESTED BY THE RCO DURING HIS VISI AND INCLUDING 
THOSE IN REFTEL WERE CONVEYED TO DLA IN MID-DECEMBER 
AND REITERATED IN MEETING WITH DLA REPRESENTATIVE 
HOFFMANN ON 1/9/76. 

2. THE DLA AGREES TO INSTALL A SINGLE TWO AND ONE-HALF 
INCH CONDUIT FOR TELEPHONE RISE AS DESCRIBED IN PARA. 1 
OF REFTEL. 

3. INRESPONSE TO RCO REQUEST FOR ADDITIONAL OFFICE 
TELEPHONE OUTLETS, HOFFMAN STATED" TELEPHONE OUTLETS WILL 
BE INSTALLED ON EACH OFFICE WALL EXCEPT FOR LARGER OFFICES 
WHERE THERE MAY BE MORE THAN ONE TELEPHONE OUTLET INSTALLED." 

4. DLA AGREES TO REQUIREMENTS OF REFTEL PARA. 3,4, 

AND 5 AND INDICATED REQUIREMENS WILL NOT BE DIFFICULT 
FOR DLA TO COMPLETE. 

5. DLA HAS ALSO AGREED TO TELEPHONE EQUIPMENT 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Document Number: 1976BERLIN05034 

Document Source: CORE 

Document Unique ID: 00 
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Film Number: D760010-1086 
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